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effectively prevent the entrance of mosquitoes; and all external openings leading to 
sewers, cesspools, septic tanks, or Imhoff tanks shall be effectively screened so as to 
prevent the admission of mosquitoes or flies. 

Sewers — Connections With. (Ord. 32, Aug. 1, 1916.) 

Sec. 15. All water-closets, flush toilets, and urinals within accessible distance of 
any public sanitary sewer shall be connected with said sewer, and all surface privies 
existing on such premises are hereby ordered discontinued; but no water-closets, 
flush toilets, urinals, or drains leading from such water-closets, flush toilets, or urinals 
shall be connected into or empty into any so-called storm sewer or drainpipe intended 
only for the drainage of surface water in time of rains. All sanitary toilets, flush 
toilets, and urinals on premises included in the sanitary sewer district shall be connected 
with such public sanitary sewer, and all premises abutting on streets in any newly 
established public sanitary sewer district shall be connected within two years after 
the completion of such sewer; and all surface closets existing on such premises are 
hereby declared to be a nuisance and ordered discontinued. 

Privies and Cesspools — Construction and Location. (Ord. 32, Aug. 1, 1916.) 

Sec. 16. Outside the limits of accessible sewers surface privies may be made to 
comply with the following requirements; that is to say, such privy must be fly proof 
in every particular, it must contain a self-closing door, screen openings for light and 
ventilation on either side, and each seat cover fit so as to cover the hole completely; 
and such seat cover must be attached to the seat with metal hinges, and either a block 
or strip at the back or a spring hinge must oe used to insure closure of the seat when not 
in use. At the back and below the seat holes standard size galvanized buckets must 
be provided, such buckets to set on a tight board, plank, or concrete floor, and that 
portion of the privy below the seat must be fly proof and be provided with screened 
openings on either side, just below the level of the seats, for ventilation. The back 
part of the privy shall be provided with a tightly fitting door, made to swing and lift 
up, and hung with metal hinges. Such door shall be kept tightly closed by means 
of a hook or wooden button, and only opened for the purpose of emptying the buckets 
from time to time as necessary. A box of lime shall be kept inside the privy at all 
times for use as a deodorant every time the privy is used. 

Sec. 17. No privy, cesspool, septic tank, or Imhoff tank shall be constructed or 
maintained within less than 40 feet of any well of any description. 

Stables and Disposal of Manure. (Ord. 32, Aug. 1, 1916.) 

Sec. 30. The owners, managers, or persons in control of any stables, inclosures, or 
lots where horses, mules, cows, or other animals are kept within the city of St. Augus- 
tine shall keep said stable or stables in a clean and sanitary condition, and shall not 
permit manure or unclean bedding or other filth to accumulate so as to be offensive 
to the senses or injurious to the public health. Each stall in all stables shall be 
thoroughly cleaned of all manure and used bedding at least once each day, and such 
manure and sweepings shall be placed in a covered ventilated bin of suitable size, 
which shall be covered with a wire-screen cover of sufficiently fine mesh to prevent 
the entrance or escape of flies, and such manure bin shall be constructed of planks 
or concrete, and shall have a tight bottom; the sides shall be at least 5 feet high, meas- 
uring from the bottom of the bin on the inside, and these shall be level on top where 
the screened cover shall fit ou the top of the bin. (A plan of the manure-bin cover 
required will be furnished by the sanitary inspector or the health officer.) At one 
end or side of the manure bin there shall bo an opening near the top which shall be 
sufficiently large that the manure and sweepings from the stable and stable yard may 
be thrown into the bin, and over this opening there shall be a door large enough to 
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cover the opening which shall be attached by means oi strong hinges of iron or steel, 
and such door shall be tightly closed excepting only when it is opened temporarily 
in order to throw in the manure each morning. Each manure bin shall be made 
sufficiently large to hold all manure or used bedding and sweepings for a period of two 
or three months, and allowances shall be made in constructing such manure bin for 
at least 25 square feet of ground area for each horse, mule, or cow kept on the premises. 

Manure — Use on Gardens, Lawns, etc. (Ord. 32, Aug. 1, 1916.) 

Sec. 31. It shall be unlawful for any person to throw, place, or allow any fresh 
manure to remain in or upon any garden, lawn, or open lot in the city of St. Augustine. 
Manure intended for fertilizing purposes may be used, providing it has remained in 
a screened manure bin, as required by the foregoing section, for a period of at least 
two weeks, and providing further that such manure shall contain no maggots or fly 
larva? . 

Hogs— Keeping in City Prohibited. (Ord. 32, Aug. 1, 1916.) 

Sec. 24. The keeping or herding of hogs in pens or otherwise within the city limits 
of the city of St. Augustine is hereby prohibited, and any person or persons violating 
this section of this ordinance shall be punished as provided for violations of tins 
ordinance, and this ordinance shall apply to hogs owned by persons outside the city 
limits but found running at large within the limits of the city of St. Augustine. 

Domestic Animals — Disposal of Dead Bodies. (Ord. 32, Aug. 1, 1916.) 

Sec. 27. It Bhall be the duty of every person or persons, agent or agents, owner or 
owners of any cattle, horses, dogs, cats, hogs, goats, or any other animal, dying or found 
dead within the city limits of St. Augustine to forthwith remove and bury, or other- 
wise satisfactorily dispose of same in a sanitary manner, such animal at some place 
approved by the sanitary inspector, and where the person or persons, agent or agents, 
or owner of such dead animal is not known, then it shall be the duty of the owner 
upon whose property such animal was found dead to remove and bury sucli dead 
animal as above provided for. 

Garbage and Refuse — Care and Disposal — Receptacles. (Ord. 32, Aug. 1, 1916.) 

Sec. 18. All premises within the city limits of St. Augustine shall be kept free 
from garbage, swill, or other refuse matter, except that such garbage, swill, or other 
refuse matter may be temporarily placed in water-tight, flyproof, galvanized-iron 
cans, equipped with close-fitting tops or covers, and such garbage receptacles shall 
be placed in a convenient place so that their contents may be removed by the city 
wagons or the collectors authorized by the city health officer to collect such wastes. 

Nuisances Defined. (Ord. 32, Aug. 1, 1916.) 

Sec. 28. Where not specifically stated and provided for in the foregoing sections 
a sanitary nuisance is hereby defined to be the commission of an act by an individual, 
organization, or corporation, or the keeping, maintaining, propagation, existence, or 
permission of anything by an individual, organization, or corporation by which the 
life or health of an individual, or the lives or health of individuals may be threatened 
or impaired, or by which, or through which, directly or indirectly, disease may be 
caused. 

Sec 29. Nuisances, injurious to health, are declared to be: Filth, the contents of 
cesspools, offal, garbage, foul water, dye water, refuse from manufactories, urine, 
stable manure, decayed animal or vegetable matter, or other offensive substances 
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